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9202100371 NRG Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu-
clear Power Plants in Response to Generic Ltr 89-10."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26.
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011.

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil-
ity During Control Room Fire."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28.
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150.

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary
Relays."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02.
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042.

9203100243 Notification of significant licensee meeting 92-33 w/util on 920326 at
Region I to discuss SALP board (Cycle 10).

KELLY.E.M. Region 1 (Post 820201). 92/03/02. Region 1 (Post 820201). 3pp.
60845:141-60845:143.

9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03.
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046.

9203110127 Responds to NRC 920207 Itr re violations noted in Insp Repts 50-245/92-
06,60-336/92-06 & 50-423/92-06 on 920113-17. Corrective actions:Procedures RAB
1-1 & RAB 1-3 modified to clarify responsibilities for record transmittal.
OPEKA.J.F. Northeast Nuclear Energy Co. OPEKA.J.F. Northeast Utilities. 92/03/04,.
MARTIN.T.T. Region 1 (Post 820201). 4pp. 60897:254-60897:257.

9203160095 Forwards enforcement conference repts 50-245/92-07, 50-336/92-07 &
50-423/92-07 on 920225.

JOYNER.J.H. Region 1 (Post 820201). 92/03/06. OPEKA.J.F. Northeast Nuclear
Energy Co. 4pp. 60908:280-60908:331.

-9203160098 Enforcement conference repts 50-245/92-07,50-336/92-07 & 50-423/92-
07 on 920225.Major areas discussed:safety significance of examples of inability by
some operators & emergency directors to properly classify insp events.
LUSHER.J.,   MCCABE.E.   Region   1   (Post   820201).   92/03/06.   48pp.   60908:284-
60908:331.

9203170279 Forwards safety insp repts 50-245/92-04,50-336/92-04 & 50-423/92-04 on
920105-920215  &  notice  of  violation.  Performance  deficiencies  noted  in   listed
areas.including control of plant configuration during design change process.
WENZINGER.E.C. Region 1 (Post 820201). 92/03/09. OPEKA.J.F. Northeast Nuclear
Energy Co. 5pp. 60924:343-60925:045.

-9203170284  Notice of violation from  insp  on  920105-0215.Violation  noted:during
second & third quarters of CY91,fire drills not conducted for all six fire brigade teams
at facility.
* Region 1 (Post 820201). 92/03/09. 3pp. 60924:348-60924:350.

-9203170290  Insp  repts  50-245/92-04,50-336/92-04  &  50-423/92-04  on   920105-
0215. Violations      noted.Major      areas      inspected:plant      operations.radiological
controls,maint,surveillance,outage activities.security.fire protection & periodic repts.
KELLY.E.M. Region 1 (Post 820201). 92/03/02. 55pp. 60924:351-60925:045,.

9203200078 Forwards insp repts 50-245/92-01.50-336/92-01 & 50-423/92-01 on
920106-17.No violations noted.

DURR.J.P. Region 1 (Post 820201). 92/03/10. OPEKA.J.F. Northeast Nuclear Energy
Co. 2pp. 60970:151-60970:162.

-9203200082 Insp repts 50-245/92-01,50-336/92-01 & 50-423/92-01 on 920106-17.No
violations         noted.Major         areas         inspected:         licensee         engineering
organization.staffing.communications, QA & training & mgt support.
PAOLINO.R.J.,    ANDERSON.CJ.    Region    1    (Post    820201).    92/03/03.    10pp.
60970:153-60970:162.

9203240206 Forwards insp repts 50-213/92-03,50-245/92-05,50-336/92-05 & 50-423/
92-05 on 920113-17,Noncited violation noted.

BETTENHAUSEN.L Region 1 (Post 820201). 92/03/13. OPEKA.J.F. Northeast Nucle-
ar Energy Co. 4pp. 61056:226-61056:247.

-9203240212 Insp repts 50-213/92-03.50-245/92-05,50-336/92-05 & 50-423/92-05 on
920113-17.Noncited violation noted.Major areas inspected:licensed operator requalifi-
cation training program.implementation & supporting records.

BRIGGS.LE.. ESELGROTH.P.W. Region 1 (Post 820201). 92/03/13. 4pp. 61056:230-
61056:247.

9203240248 Provides schedule for completion of review of responses to NRC Bulletin
80-004 re main steam line break reanalysis.per Insp Rept 50-336/91-28.Reviews of
bulletin & generic Itrs will be completed by 920831.

OPEKA.J.F. Connecticut Yankee Atomic Power Co. OPEKA.J.F. Northeast Nuclear
Energy Co. OPEKA.J.F. Northeast Utilities. 92/03/17. Document Control Branch (Doc-
ument Control Desk). 2pp. 61099:344-61099:345.

R. Periodic operating reports & related correspondence

9203020250 "Millstone Nuclear Power Station Units 1,2 & 3 Semiannual Radioactive Ef-
fluents Release Rept.Jul-Dec 1991." W/920226 Itr.

OPEKA.J.F. Northeast Nuclear Energy Co. OPEKA.J.F. Northeast Utilities. 91/12/31.
87pp. 60788:001-60788:087.

9203040012 Forwards fitness-for-duty program performance data for Jul- Dec 1991.
OPEKA.J.F. Connecticut Yankee Atomic Power Co. OPEKA.J.F.. Northeast Nuclear
Energy Co. OPEKA.J.F. Northeast Utilities. 92/02/24. Document Control Branch (Doc-
ument Control Desk). 20pp. 60802:174-60802:193.

9203060262 Forwards "Haddam Neck Plant & Millstone Station,Unit 1,2 & 3 Annual
Rept 1991." Rept contains summary of challenges to relief/safety valves.per commit-
ment in 800610 Itr.

OPEKA.J.F. Connecticut Yankee Atomic Power Co. OPEKA.J.F. Northeast Nuclear
Energy Co. OPEKA.J.F. Northeast Utilities. 92/02/27. Document Contrpl Branch (Doc-
ument Control Desk). 1 p. 60879:178-60880:254.

-9203060266 "Haddam Neck Plant & Millstone Station.Units 1.2 & 3 Annual
Rept.1991."

* Connecticut Yankee Atomic Power Co. * Northeast Nuclear Energy Co. * Northeast
Utilities. 91/12/31. 250pp. 60879:179-60880:254.

9203240370 Monthly operating rept for Feb 1992 for Millstone Unit 1. W/920310 Itr.
NEWBURGH.G., SCACE.S.E. Northeast Nuclear Energy Co. SCACE.S.E. Northeast
Utilities. 92/02/29. 5pp. 61093:355-61093:359.

S. ReportabSe occurrences, LERs & related correspondence

9203030068 LER 92-003-00:on 920122,Emergency Diesel Generator may not provide its
rated load under certain ambient conditions. Caused by design deficiency of Diesel
Generator cooling sys. Util pursuing new design w/check valve sys.W/920221 Itr.
CASSIDY.M.D., SCACE.S.E. Northeast Utilities. 92/02/21. 4pp. 60392:028-60392:031.

9203130296 LER 92-004-00:on 920131,portion of diesel generator starting air sys found
unqualified to withstand seismic event.Caused by oversight in design review of sys &
adjacent wall. Both elements strengthened.W/920302 Itr.

CASSIDY.M.D.. SCACE.S.E. Northeast Nuclear Energy Co. SCACE.S.E. Northeast
Utilities. 92/03/02. 4pp. 60948:334-60948:337.

9203090201 Conveys util understanding of recent change in 10CFR21 which confirms
that duplicate evaluation & reporting of events unnecessary.Util will not be conducting
further evaluation of loss of control power noted during Millstone Unit 3 insp.
OPEKA.J.F. Connecticut Yankee Atomic Power Co. OPEKA.J.F. Northeast Nuclear
Energy Co. OPEKA.J.F. Northeast Utilities. 92/03/03. Document Control Branch (Doc-
ument Control Desk). 2pp. 60862:216-60862:217.

9203170123 LER 92-005-00:on 920207,reactor bldg temp profile for environ equipment
qualification found to be nonconservative. Caused by cooldown rate of Reactor Bldg
calculated in existing profile.Profile reviewed.W/920309 Itr.

NOLL.W.G.. SCACE.S.E. Northeast Utilities. SCACE.S.E. Northeast Nuclear Energy
Co. 92/03/09. 7pp. 60997:193-60997:199.

9203200121 Provides NRC Staff w/understanding of 910823 & 24 events re availibility
of on-site AC power supplies at Millstone Nuclear Power Station.
DEBARBA.E.A. Northeast Nuclear Energy Co. DEBARBA.E.A. Northeast Utilities. 92/
03/12. HEHL.C.W. Region 1 (Post 820201). 6pp. 61056:345-61056:350.

9203250088 LER 92-002-00:on 920121 .thermal overloads installed in MCC controller to
station battery charger tripped.causing shutdown of battery charger.Caused by incor-
rectly sized thermal overloads.ThermaT overloads removed,W/920313 Itr.
MURPHY.K.E.. SCACE.S.E. Northeast Nuclear Energy Co. SCACE.S.E. Northeast Util-
ities. 92/03/13. 5pp. 61120:353-61120:356.

9203250061 LER 92-008-00:on 920217,deterrnined that test methods used to determine
adequacy of secondary containment inadequate. Caused by inadequate surveillance
testing.Surveillance procedure for secondary containment revised.W/920318 Itr.
SHOLLER.R., KEENAN.J.S. Northeast Nuclear Energy Co. KEENAN.J.S. Northeast
Utilities. 92/03/18. 4pp. 61120:282-61120:285.

9203250109 LER 92-006-00:on 92021 S.discovered that four Foxboro SPEC 200 instru-
mentation modules were improperly installed. Caused by lack of vendor info.Mfg in-
stallation manual revised to provide specific instructions.W/920318 Itr.
COHEN.S., SCACE.S.E. Northeast Nuclear Energy Co. SCACE.S.E. Northeast Utilities.
92/03/18. 4pp. 61120:295-61120:300.

9203270267 LER 92-009-00:on 920220,discovered downscale rod block not
generated,as required,which could cause downscale condition in Range 1.Caused by
procedural inadequacy.Procedures revised to require check of rod block.W/920323 Itr.
BENNETT.EA, SCACE.S.E. Northeast Nuclear Energy Co. SCACE.S.E. Northeast
Utilities. 92/03/23. 4pp. 61224:324-61224:327.

V. Operator Examinations

9203050177 Notification of contract execution.task order 139,to "Technical Assistance
to Support Licensing Activities" to "Reactor Operator Licensing Initial Exams.Millstone
Nuclear Power Plant." ContractonSonalysts.lnc.

HUGHES.A. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. 92/02/
24. SCHWINK.WJ. Office of Nuclear Reactor Regulation, Director (Post 870411).
PULSIPHER.K. NRC - No Detailed Affiliation Given. 1p. 60806:353-60806:357.

-9203050184 Ltr contract NRC-03-89-031.task order 139,to "Technical Assistance to
Support Licensing Activities" to "Reactor Operator Licensing Initial Exams.Millstone
Nuclear Power Plant."

SCOTT.M.L Contract Administration Branch 1 (Post 900603). FIN L-1289-2. 92/02/
20. PETERSEN.LR. Sonalysts, Inc. 4pp. 60806:354-60806:357.

9203240206 Forwards insp repts 50-213/92-03,50-245/92-05,50-336/92-05 & 50-423/
92-05 on 920113-17.Noncited violation noted.

BETTENHAUSEN.L. Region 1 (Post 820201). 92/03/13. OPEKA.J.F. Northeast Nucle-
ar Energy Co. 4pp. 61056:226-61056:247.

-9203240212 Insp repts 50-213/92-03,50-245/92-95,50-336/92-05 & 50-423/92-05 on
920113-17.Noncited violation noted.Major areas inspected:licensed operator requalifi-
cation training program.implementation & supporting records.
BRIGGS.LE. Region 1 (Post 820201). 92/03/13. 4pp. 61056:230-61056:247.

DOCKET 50-247 INDSAN POINT STATION, UN'T 2

F. Security, medical, emergency & fire protection plans

9203170212 Forwards safeguards insp rept 50-247/92-05 on 920224-28.No violations
or safety concerns identified.Staff found that physical security program effective & di-
rected toward assuring public health & safety.

JOYNER.J.H. Region 1 (Post 820201). 92/03/06. BRAM.S. Consolidated Edison Co.
of New York, Inc. 3pp. 60948:074-60948:085.aindown."
